DART AEROSPACE LTD 


Work Order: 


Description: U 


Part Number: SWAGA-200 


Inspection Dwg: SWA6A-200 
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INSPECTION SHEET 


Drawing Actual 
Tolerance 


Accept | Reject Methan af 
Dimension Dimension Inspection 


| Ø0.890 | 
0.04 x 45° 
R0.031 
0.04 x 45° 
0.07 x 45° 
3-16UN-2A 
Maj.Ø2.9936 
Wire Ø0.040 
DOW Ø3.0207 
1.030 
6.038 
1.328 
Ø2.320 
Ø2.05 
R0.220 
0.890 
1.14 
R0.13 
10-32 UNF-2B | 
0.25 
r 0.04 x 45° 
Ø0.500 
2.21 
2.45 
2.94 ji 
0.820 
0.58 x 45° 
R0.13 
0.07 x 45° 
0.04 x 45° 
Ø2.560 
Ø1.910 
R0.07 | 
3.348 
0.414 


Comments 


Measured by: Checked by: 
Date: Date: 


QC Inspector: 


Date: 


Engineering =] 
) 


(If necessar 


Date: 
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